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The 3rd April , 1967 
No.675 -Agr. IX -67/ 10888 . --Corrigendum . - In the Haryana Government Notification No. 675 
Agr . IX -67/2206 , duted the 3rd February, 1967, published in Haryana Government Gézelte Extr orcinary 
dated the 3rd February , 1967 , for the entries ag iinst Serial No. 10 and 11, the following may be 
substituted : 


S. No. 


Nime of Market Committee 


S.D. 0. (Civil ) 


10 


Sampla 


Rohtak 


11 


Bahadurgarh 


Jhajjar 


R. N. CHOPRA , 


Commissioner, Agricultural Production and 

Rural Development and Secy . 


PUBLIC WORKS DEPARTMENT 

(IRRIGATION BRANCH ) 
The 30th March , 1967 


No. 3883/E -Gaz/ 103/ 23 / Dec ,66- The following officers of Public Works Department, Irrigation Branch , 
Haryana ,brave passed the DepartmentalRevenue Examination , Irescribed in Para 1,112 ofthe Punjab P.W.D. Code 
( Fifth Re- print) held on 17th and 19th December, 1966 : 


Serial 

Tao . 


Name and designation 


Circle /Directorate to which attached 


Sarvshri 
1 Raj Kumar Chadha , A.D.E. 
2 Surinder Nath Vir, P.S.E. ( I), Asstt . XEN 
3 Gulzar Singh , T.E. 
4 Duni Chand , Offg . S.D.O. 
5 Madan Mohan Sethi, T.E. 
6 Krishan Lal Kathuria , T.E. 
7 Ram Sarup Gupta , T.E. 
8 Ram Lal, S.D.O. 
9 Dharam Paul Piplani, T.E... 
10 Faqir Chand Chopra , A.P.O. 
11 Darshan Kumar Chadha , T.E. 
12 Sukhdev Khurana , T.E. 
13 Harbans Lal Seth A.D.E. 
14 R.N. Ahuja , T.E. 
15 Kewal Kumar Sodhi, S.D.O. 
16 Harbans Lal Chopra , Offg . S.D.O. 
17 Naresh Chander Gupta , T.E. 
18 Bhim Sen Bahl, Offg . S.D.O. 
19 RjPaul Sachar, Offg . S.D.O. ( M ) 
20 Madan Lal Lamba , S.D.O. 


Plant Design , B.S.L. 

Ditto 
C. & P.D., Nangal 
Admn . & Accuts . BSL 

Ditto 

Ditto 
Dte. I & C , Nangal 
Dte . I & C , Talwara 

Ditto 
Beas Purchase Org. 
Dte . Constn ., Talwara 

Ditto 
Bhakra and Beas Dam Design 
W.J.C. West 
Ambala B.C. Circle 
Hissar B.C.C 
Bhakra and Beas Dam Designs 
Admn . & Accts . , BSL 

Dte. Constn ., BSL 
ut .. Plant Design , Talwara 


The 31st March , 1967 


No. 1895-3- PW - II-67/5550 - Whereas the Governor ofHaryana is satisfied that land is needed by Govern 
ment at the public expenses for a public purpose, namely for the construction of 220 KY . Tower Line, Sangrur to 
Hissar, for the Punjab State Electricity Board , it is hereby declared that the land described in the specification below 
is required for the aforesaid purpose. 

2. This declaration is made under the provisions of Section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern and under the provisions for the Section 7 of the said Act, the Land Acquisition Collector . 
Punjab State Electricity Board , Patiala , is hereby directed to take orders for the acquisition of the said land . 

3. A plan of landmay be inspected in the offices of the Land Acquisi jon Collector, Punjab State , Electricity 
Board , Patiala and Executive Engineer, T.L.S.C. Division , ( Sat Road ) Punjab State Electricity Board , Hisser. 
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SPECIFICATION 


District 


Mauza 


Tehsil 


Area in 
acres 


Khasra Nos. 


Tower 
No. 


K.M. 
0_3 


Hissar 


Barwala 


Hissar 


744 


384 


12/1 
Do Sarsod 

Do 0--4 20/23/1 

391 
The 1st April , 1967 
No. 1895-3PW IT -67/5553 — Whereas the Governorof Haryana is satisfied that land is needed by Govern 
ment at the public expenses for a public purpose , namely , for the construction of 220 ky. Tower Line , Sangrur 
to Hissar for the Punjab State Electricity Board , it is hereby declared that the land described in the specification 
below is required for the aforesaid purpose . 

2. This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern and under the provisions of the Section 7 of the said Act, the Land Acquisition Collector , 
Punjab State Electricity Board , Patiala , is hereby directed to take orders for the acquisition of the said land . 

3. A plan of the land may be inspected in the offices of the Land Acquisition Collector, Punjab State 
Electricity Board , Patiala , and Executive Engineer, T.L.S.C. Division (Sat Road ), Punjab State Electricity 
Board . Hissar. 


SPECIFICATION 


District 


Mauza 


Tensil 


Khasra Nos. 


Tower No. 


Area in 
acres 


K.M. 


Hissar 

Do 


Sarsod 
Khedar 


Hissar 
Do 


0-3 
0-3 


19/22/1 

291 


390 
389 


19/1 , 22/1 


